To: EOC HeaithSafety[EOC_HealthSafety@epa.gov] 

From: Postmaster@epamail.epa.gov 

Sent: Sun 8/16/2015 3:13:58 PM 

Subject: Undeliverable: Potential IG Visit to Gold King 

Potential IG Visit to Gold King 


Your message 

Subject: Potential IG Visit to Gold King 
was not delivered to: 
EOC_HealthSafety@epa.gov 
because: 

Delivery time expired 


1803762 


ED 000552F 00005558-00001 



